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REVENUE DEPARTMENT 


CORRIGENDUM 


The 12th November, 1997 


No. 7658- R -I[[- 97/ 16724. - In partial modification of the notification under Section 6 of the Land 
Acquisition Act, 1894 , issue :, --vide this Department letter No. 2286 - R -III-97 /8482 , dated the 30th April , 
1997 for the acquisition of land for the construction of Camp Office and residence of Deputy 
Commissioner, Hisar and residences of other Government Officers , in Village Bir, Hisar, Tehsil and 
District Hisar , the actual date of notification is 30th April , 1997 instead of 30th September, 1997 
( English Version), which was erroneously mentioned in the prin : ed notification already issued . 

K. G. VARMA, 


Secretary to Government, Haryana , 

Revenue Department. 
IRRIGATION AND POWER DEPARTMENT 


The 15th / 17th September , 1997 


No. 1/11/95-1 MIP. - In exercise of the powers conferred by sub-Section (2 ) of Section 5 of 
Electricity (Supply) Act, 1948 read with sub - sections (4) and (5) of Section 5 of the said Act and Rule 3 
of Punjab State Electricity Board Rules, 1959 , the Governor of Haryana is pleased to extend the term 
of service of Shri J. L. Arora as Member Technical (C & P ), Haryana State Electricity Board, appointed , 
vide Government Notification No. 1/ 11 /95-1MIP, dated 23rd October, 1996 , till further orders . 


S. Y. QURAISHI, 


Commissioner and Secretary to Government, Haryana , 

Irrigation and Power Department. 


गृह विभाग 


आदेश 


दिनांक 14 अक्तूबर , 1997 


क्रमांक 27/ 96-1 गृह (गोपनीय). -चूंकि हरियाणा के राज्यपाल , राज्य में सम्भावित परिस्थितियों को ध्यान 
में रखते हुए संतुष्ट है कि राष्ट्रीय सुरक्षा अधिनियम , 1980 की धारा 3 की उपधारा ( 2) के अधीन जिलाधीशों को 
तुरन्त कार्यवाही करने हेतु प्राधिकृत करना आवश्यक है । 

2. इसलिए , उक्त अधिनियम की धारा 3 की उपधारा ( 3) द्वारा प्रदान की गई शक्तियों का प्रयोग करते 
हुए , हरियाणा के राज्यपाल इसके द्वारा निर्देश देते हैं कि उक्त अधिनियम की धारा 3 की उपधारा ( 2 ) के अधीन 
राज्य सरकार की शक्तियां हरियाणा राज्य के सभी जिलाधीशों द्वारा भी उनकी अपनी -अपनी अधिकारिता के भीतर 
( दिनांक 22 अक्तूबर, 1997 मे 21 जनवरी, 1998 तक ) तीन मास की अवधि के लिए प्रयोग की जा सकेंगी । 

के ० जी ० वर्मा, 
वित्तायुक्त एवं सचिव , हरियाणा सरकार, 

गृह विभाग । 
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HOME DEPARTMENT 


The 6th October, 1997 


No. 10656 /C -2. - In exercise of the powers conferred by clause (s) of Section 2 of the Code of 
Criminal Procedure 1973 and all other powers enabling him in this behalf , the Governor of Haryana hereby 
declares the creation of an additional Police Station known as Police Station Mela Mansa Devi at 
Panchkula for the period from 2nd October , 1997 to 10th October , 1997. The jurisdiction of this Police 
Station will be the same as that of the existing Police Station Panchkula . 


K. G. VARMA , 


Financial Commissioner and Secretary to 
Government, Haryana , Home Department. 


DEVELOPMENT AND PANCHAYATS DEPARTMENT 


Order 


The 24th September, 1997 


No. 3496-2ECD- 1-97/4253. — The Governor of Haryana is pleased to retire Shri Shivdyal Mehta , 
Block Development and Panchayat Officer, Odban from Government service with effect from 30th 
September, 1997 (A. N.) on attaining the age of superannuation i. e., 58 years. 

No. 3496-2ECD - 1-97 /4256. — The Governor of Haryana is pleased to retire Shri Ram Nath 
Sharming Block Development and Panchayat Officer, Pillukhera from Government service with effect 
from 30th September, 1997 ( A. N.) on attaining the age of superannuation i. e., 58 years . 

No. 3496-2ECD - 1-97 /4259 , -- The Governor of Haryana is pleased to retire Shri Som Nath , 
Block Development and Panchayat Officer , Chhachhrauli from Government Service with effect from 
30th September, 1997 (A. N.) on attaining the age of superannuation i. e., 58 years . 

No. 3496-2ED - 1-97/ 4262. - The Governor of Haryana is pleased to retire Shri Mam Chand 
Bhatti , Block Development and Panchayat Officer, Pinjore from Government Service with effect from 
30th September , 1997 (A. N.) on attaining the age of superannuation i. e., 58 years , 


The 28th October , 1997 


No. 4186-2ECD - I-97 /4826 .-- The Governor of Haryana is pleased to retire Shri Om Parkash , Cattle 
Fair Officer, Hissar from Government Service with effect from 31st October, 1997 (A.N.) on attaining 
the age of superannuation i.e. 58 years . 

B. D. DHALIA , 


Commissioner and Secretary to Government, Haryana , 

Development and Panchayats Department. 


PUBLIC WORKS DEPARTMENT BUILDING AND ROADS BRANCH 

(HISAR CIRCLE ) 


The 18th September, 1997 


No. 28/HA 63- S -11/2275.— Whereas it appears to the Governor of Haryana that the land is likely to 
be required to be taken by Government, at public expense, for a public purpose, namely Constg. a road from 
Ellenabad Hanumangarh Tibbi Road to Daya Singh Ther in Sirsa Distt. 


It is hereby notified that the land in locality, described below , is likely to be acquired for the above 
purpose. 


This notification is made under the provisions of section , 4 of the Land Acquisition Act, 1894 to all 
whom it 

may concern . 


In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased to 
authorise the officers, for the time being engaged in the undertaking with their servants and workmen , to 
enter upon and survey any land in the locality and do all other acts required or permitted by that section . 
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Any person interested , who has any objection to the acquisition of any land in the locality, may within 
30 days of the publication of this notification , file an objection in writing before the Land Acquisition Collec 
tor, Haryana , PWD B & R Branch , Hisar or District Revenue Officei-cum - Land Acquisition Collector , 
Hissar. 


SPECIFICATION 


District 


Tehsil 


Locality /Village 


Rectangle 


Area in 

Acres 


Hadbast No. 


Khasra No. 


Sirsa 


Ellenabad 


4.61 


83 


84 


K.M. Talwara 
Khurd ; H.No. 120 


15,16.25 


11, 12, 20 , 9, 10 

98 


प 


5, 6 , 14, 15 , 16,17 , 24 , 25 

109 


क 


4,5,6,7, 14, 15, 16,17, 24, 25 

124 


. 


4, 5 , 6 , 7, 15 , 16, 25 

133 


1 , 10 , 11, 20 , 21 

134 


5 , 6, 15 , 16 , 17 , 21, 22, 23, 24 , 25 

135 


. 


21 , 22, 23, 24,25 

136 


21, 22 , 23 , 24,25 

137 


138 


१ 


24, 25 


21 , 22 , 23, 24, 25 
148 149 


150 


1,2,3,4,5 


5 
151 


1,2,3,4,5 

152 


1,2,3,4,5 


1 , 2, 3 , 4,5 


403,405 , 531 , 1427, 1428 , 1430 . 


( Sd.) . 
Superintending Engineer , 

Hissar , Circle . 


लोक निर्माण विभाग भवन व मार्ग शाखा 


करनाल परिमण्डल 


दिनांक 9 अक्तूबर, 1997 


संख्या 1185/एस.ई . के 0 .-- हरियाणा के राज्यपाल यह समझते हैं कि सरकार द्वारा जिला रोहतक में गोरड़ से मुन्गान 
सड़क निर्माण नामक सार्वजनिक कार्य के लिये सार्वजनिक खर्च पर निम्नलिखित विवरण अनुसार भूमि लिया जाना अपेक्षित है । यह 
मधिसूचना भूमि अधिग्रहण अधिनियम , प्रथम , वर्ष 1894 की धारा " " के उपबंधों के अधीन जारी की जाती है । 


PART TU 


HARYANA GOVT GAZ .. DEC. 2. 1997 (AGHN . 11. 1919 SARA) 


727 


जिनमे इसका सम्बन्ध हो उन सभी के लिए 


उपरोक्त अधिनियम द्वारा प्रदत्त शक्तियों के दृष्टिगत हरियाणा के राज्यपाल, इस समय इकाई में कार्यरत अधिकारियों को 
उनके कर्मचारियों व श्रमिकों सहित , परिक्षेत्र में प्रवेश, सर्वेक्षण तथा अन्य सभी कार्य जिनकी इस अधिनियम अनुसार आवश्यकता या 
अनुमति है, करने के लिये सहर्ष प्राधिकृत करते हैं । 


कोई भी हितबद्ध व्यक्ति जिसे इस भूमि के अभिग्रहण के सम्बन्ध में प्रापत्ति हो, इस अधिसूचना के राजपत्र या समाचार 
पत्र में प्रकाशन अथवा परिक्षेत्र में हुई उदघोषणा जो भी सबसे बाद में हो , के पश्चात् तीस दिन के अन्दर भूमि अभिग्रहण कलैक्टर 
हरियाणा लोक निर्माण विभाग भवन व मार्ग शाखा भिवानी के सम्मुख लिखित आपत्ति कर सकता है । 


- 


विवरण 


जिला 


तहसील 


गांव/ ग्राबादी व 


किला /मुरब्बा खसरा संख्या इत्यादि 


कुल भूमि 
एकड़ों में 


हदबस्त संख्या 


रोहतक 


रोहतक 


मुंगान 55 


1.98 


28 


13, 14, 15, 16, 17, 18, 19, 22, 23 


30 


11, 12, 13, 14, 15 , 16 , 17, 18, 19,20 


31 


1 , 2, 9, 10/1, 10/2, 11 , 12, 20 


- 


( हस्ताक्षर) 

अधीक्षक अभियन्ता , 
लोक निर्माण विभाग , भवन तथा मार्ग शाखा, 

करनाल । 


PUBLIC WORKS DEPARTMENT 


KARNAL CIRCLE : PWD B & R BRANCH KARNAL 


The 9th October, 1997 


No. SE ,K. 1185.- Whereas it appears to the Governor of Haryana that the land described below 
is likely to be needed by the Government at public expenses, for a public purpose , namely Constructing road 
from Gorar tu Mungan . 

This notification is made under the provisions of Section 4 of Land Acquisition Act I of 1894. 
To all whom it may cocnern . 

In exercise of the powers conferred by the aforesaid section the Governor of Haryana is pleased to 
authorised the officers for the time being engaged in the unertaking with their servants & workmen , to 
enter upon and survey the land and do all other acts required or permitted by that section . 

Any person interested in the above land , who has any objection to the acquisition thereof, may, 
within thirty days after the publication of notification in the Official Gazette or in News Papers or publicity 
in the locality whichever is later , file an objection in writing before the Land Acquisition Collector, Haryana , 
PWD , B , & R., Branch , Bhiwani. 


720 


HARYANA GOVT GAZ., DEC . 2, 1997 SAGHN . 11, 1919 SAKA ) 


[ PART I 


SPECIFICATIONS OF LAND 


District Tehsil 


Village 
Locality 


Hadbast 
No. 


Area in 
Acres 


Kbasra /Rectangle 
No. etc. 


1 


2 


3 


4 


5 


6 


Rohtak 


Rohtak 


Mungan 


55 


1.98 


28 


13, 14 , 15 , 16 , 17 , 18 , 19 , 22 , 23 


30 


11 , 12 , 13 , 14 , 15 , 16 , 17 , 18 , 1 
20 


31 


1 , 2 , 9 , 10/1 , 10/2 , 11, 12 , 20 


( Sd .) 


4 


Superintending Engineer, 
Karnal, Cirate P.W.D., B & R , 

Branch , harnal. 


18221 CS( H ) Govt. Press, U.T., Chd . 


